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UNCLAS BUDAPEST 1234 

EO 11652: N/A 
TAGS: BEXP HU 

SUBJECT: PHARMACEUTICAL AND MEDICAL EQUIPMENT TSS, SEPTEMBER 1976 
REF: STATE 079711 

1 . WITH PROPER PLANNING, MEDICAL EQUIPMENT TOGETHER, REPEAT 
TOGETHER, WIO 

PHARMACEUTICAL EQUIPMENT WOULD RESULT IN A 
GOOD SEMINAR IN BUDAPEST. HUNGARY'S MEDICAL EQUIPMENT 
INDUSTRY IS EXPORT-OREINTED; HAVING MEDICAL EQUIPMENT, HOWEVER, 
AS SOLE SUBJECT OF TSS WOULD NOT BE SUCCESSFUL UNLESS 
BEWT COULD SOMEHOW RECRUIT U.S. FIRMS WILLING TO ENTER INTO 
CO-PRODUCTION OR LICENSING AGREEMENTS WITH LOCAL ORGANIZATIONS. 
HUNGARY HAS A WELL-DEVELOPED PHARMACEUTICAL INDUSTRY 
AND EQUIPMENT, ESPECIALLY FOR PHARMACEUTICAL RESEARCH, WOULD 
BE WELL RECEIVED. 

2. BUDAPEST INTERNATIONAL FALL FAIR RUNS SEPTEMBER 22-30 
AND WILL GREATLY TAX HOTEL SPACE AROUND THOSE DATES. 
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